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MEMO TO EDITORS AND CORRESPONDENTS: 


The Senate Select Intelligence Committee's report on the 
performance of the intelligence agencies in investigating the 
assassination of President Kennedy for the Warren Commission 
will be publicly released in Washington Wednesday, June 23. 

A press briefing, closed to the general public, will be held 
in Room 1318 of the Dirksen Senate Office Building at 1 p.m. 
Copies of the report, strictly embargoed until 6 p.m. Wednesday, 
will be made available by the Select Committee to accredited 
reporters prior to the briefing. 


Troy Gustavson 
Press Secretary to 

Senator Richard S. Schweiker 
(202) 224-9026 


